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Message Text 

CONFIDENTIAL 

PAGE 01 ABIDJA 07493 1 1 1200Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

043284 121457Z/64 

R 111120Z AUG 78 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 9933 

CONFIDENTIAL ABIDJAN 7493 

FOR:A/SY/OPS/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACM EQUIPMENT 

1 . NEW SUPERSCOUT Cl NLDD, S.N. 221, WAS RECEIVED WITH 
INOPERATIVE B31A INDICATOR. AUDIO IS OK, HOWEVER THERE 
IS NO RPT NO METER RESPONSE. 

2. FIELD CHECKS WITH TEST DIODE REVEAL VOLTAGE SWINGS 
ON B31A PCB PINS, HOWEVER THERE IS NO VOLTAGE ON METER 
LUGS. 

3. MAY ONLY THE B31A INDICATOR BE RETURNED FOR REPAIR 
OR MUST THE COMPLETE UNIT BE RETURNED? IF A COMPLETE 
SERVICE MANUAL CAN BE POUCHED, PERHAPS THE REPAIRS CAN 
BE ACCOMPLISHED BY TSO/ABIDJAN. 

FRIEDMAN 


CONFIDENTIAL 
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